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THE BLEND 
SELECTOR 
for TRUBYTE 
BIOBLEND 
U.S. Pat. No. 
2,805,478 


In just a few moments, 
at the chair, you can 
select correlated colors for 
central, lateral and 
cuspid. The “guesswork” 
often associated with 
conventional single 
bladed shade guide is 
eliminated. Your results 
will be far superior 
because the 
polychromatic blends a 
Trubyte Bioblend 
Anteriors follow Natures 
own plan. 


© | Tooth color selection for 
>| every denture patient— 
men and women, in all 
age groups—can now be 
accomplished easily and 
accurately with the Blend 
Selector for Trubyte 
Bioblend Anteriors. 








Ask your Trubyte Dealer 
Representative to 
demonstrate the Blend 
Selector and its 
immediate application t 
your prosthetic practice. 


TRUBYTE* 


“Butlend 


MULTI-BLENDED VACUUM PIRED 
PORCELAIN ANTERIORS 

Made in America by The Dentists’ Supply Company 
of New York « York, Pennsylvania 

The World’s Largest Manufacturer 
of Fine Artificial Tooth Produets 
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Editorial 


Outdoor Advertising Association Aids Dentistry 


The Outdoor Advertising Association of Pennsylvania is again on t 
team of the dental profession in an effort to bring to the public its 
of proper dental care. 


For the past several years the Advertising Association has gratuitousl™, 
supplied the space for display of the posters that announce the observance ¢ 
National Children’s Dental Health Week. The period of February 5-111 
been designated for the observance this year. Again members of the den 
profession are grateful to this group for cooperating with our Executiy 
Secretary, Mr. Ray Cobaugh. Some two hundred spaces have been donated f 
the display of the posters. 


The slogan for the year 1961 is, “A Smile Is to Keep.” The posters port 
a conversation between a dentist and two young patients in which he is a 
lining the basic principles of proper dental care. 


It is encouraging to know that the efforts to prevent and to correct 
ills by organized dentistry are appreciated by other organized groups. 
type of assistance will eventually help the profession to realize its hope 
fewer dental disorders and a healthier public. 


Other groups, allied with the profession, will put forth greater 4 
during Dental Health Week to educate the public on the care of their tett 
The dental hygienist, the dental assistant, dental auxiliary groups and t 
entire dental industry will all help. Most of these groups arrange special 
grams during this period. The combined efforts of all organizations withint 
profession and those out of it who are interested in performing a publ 
service will help raise the health standards of the nation. 
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Evolution in 


“Dentistry is in the early stages of 
an evolution,” an authority on dental 
education declared. 

The “evolution” will bring about 
changes in methods of providing 
dental care as well as allocation of 
duties for rendering this care, ex- 
plained Dr. Shailer Peterson, Chicago, 
assistant secretary for educational 
affairs of the American Dental As- 
sociation. 

Although the ratio of dentists to 
population will be less favorable in 
1975 than it is today, Dr. Peterson 
asserted that dentistry fully expects 
to be able to keep pace with increased 
lemands for dental care of an explod- 
ing population. 

Addressing a symposium held at 
he Biltmore Hotel in conjunction 
ith the 127th meeting of the Ameri- 
an Association for the Advancement 
of Science, the ADA official said there 
s likely to be one dentist for every 
2,450 persons by 1975 — excluding 
eachers and practitioners employed 
apy the federal dental services. This 
ould compare with the present ratio 
Mf one dentist for 2,150 persons. 

What this means is that by 1975 
he country will be short about 5,000 
lentists in matching the present ratio 
nd 40,000 short in recalling the 
atio of one dentist to 1,728 persons 
n 1930. 

Studies of dentistry’s needs for the 
uture seemingly have the entire pro- 
sion “manpower conscious,” accord- 

g to Dr. Peterson. 

He said that never before in the 
istory of American dentistry have so 

any agencies associated with the 


Dental Care 


profession shown such acute awareness 
of a situation and expressed willing- 
ness to act together in solving it. 

The dental educator cited as part 
of the emerging “dental evolution” 
several changes designed to prevent a 
lack of dental service in the future: 

—The average dentist has shown in 
the past 10 years that he can increase 
his productivity of service by 29 per 
cent. 

—Many regions in the U. S. are 
attempting to eliminate shortages of 
dentists by correcting inequitable 
distribution of practitioners. 

This type of program Dr. Peterson 
described as perhaps being even more 
important than recruiting more den- 
tal students and encouraging the 
expansion of dental schools and the 
creation of new ones. 

He said that figures showing the 
ratio of dentists to population on a 
national basis often are misleading, 
because the availability of dental serv- 
ice varies greatly from state to state. 
A large part of the problem of provid- 
ing dental service thus centers around 
distribution of dentists. 

—Auxiliary personnel are being 
called on to render a larger propor- 
tion of the dental service, always 
under direct supervision of the 
dentist. 

Dr. Peterson pointed out that the 
Association is on record as encourag- 
ing dental schools to institute research 
programs aimed at studying the func- 
tions of the dental assistant and the 
dental hygienist. Ultimate purpose of 
the programs is to help the dental 
team operate more efficiently. 





Reactions of Children Toward Dental Care 


Larry J. GREEN, B. S., D.DS., M.S.* 


The care of the pedodontic patients 
presents the most interesting chal- 
lenge in dentistry. Many of the 
perplexities of pedodontic patient 
care are of a psychological nature. 
Therefore, the dental practitioner 
should have some perception of the 
motives and reactions of the child 
patient so that he might better under- 
stand the child and secure the utmost 
cooperation during dental procedures. 
This understanding, many times, en- 
ables the dentist to control the patient 
and thereby accomplish the immedi- 
ate goals of dental procedure as well 
as create a healthy psychological out- 
look for the patient towards future 
dental care. 


Some dentists feel that a patient is 
either a “good” patient or a “bad” 
patient. But there are many varying 
degrees of patient types which are 
produced by a variety of backgrounds, 
environments, physical and mental 
capacities. The many facets of the 
psychological background and the in- 
herent capacities of pedodontic pa- 
tients elicits many different responses 
and presents challenges in manage- 
ment. The factors which influence 
child behavior are governed in a 
large measure by the _ psychologic 
growth, the parental influence and 
the environment. If these factors can 
be approached intelligently and as- 
sociated difficulties corrected or at 
least alleviated, dental treatment can 
be rendered in a comfortable manner 


* University of Pittsburgh, School of Den- 
tistry, Pittsburgh, Pennsylvania. 


for both dentist and patient. Som 
basic motives in the conduct of th 
child in the dental office may be: 


. The drive of curiosity or the search fo 
new experiences. The young 
manifests the urge to explore the 
and strange environment. 


. Avoidance of discomfort. 


. Fear: Fear has a weakening effect por 
the child's courage and distorts 
normal behavior. 


. Anger: A_ characteristic 
anger is aggresive behavior. 

5. Frustration: If any activity of a d 
is interfered with and a barrier to hi 
activity is encountered, conflict 
result in the form of a temper tant 
a natural outcome of a_ frustrating 
circumstance. 


Most children regard the dentally 
visit, especially the first, as an 
experience. They have a deep curic 
ity for the equipment and the denti 
They quickly explore and app 
the situation and environment. Th 
may respond quite well to a hear 
greeting and promptly climb into th 
chair at the dentist’s suggestion 
When the examination is begun, thee 
children respond attentively 
listen to the explanations given 
them and the parent. When t& 
dental procedures are started, 
accept them with little protest. 

The child’s first dental appoim 
ment is one of tremendous impo 
ance. The dentist should try to gi 
the confidence of the child m 
friendly manner. The young patie 
should never be deceived since he! 
quick to sense dishonesty and i 
sincerity. A dentist should be 
to cope with the active mind of 
child, and questions should al 
be answered promptly and truthf 


reaction 





he dentist should always remain 


© Bihe adult member of the twosome in 


not to lose his position of 
huthority. The dentist should speak 
to the child in words which are easily 
nderstood and with a firm tone in 
rder to fully command respect. 
Sometimes a child is given an op- 
portunity to “help” the dentist. This 
vives the child a feeling of importance 
nd also familiarizes him with dental 
rocedures, instruments and equip- 
ment. This activity tends to divert 
he child’s attention and serves to 
t the patient at ease and alleviate 
ear and suspicion. The dentist may 
mile and say to the child after he 
as participated in some procedure, 
‘I guess you're going to be a dentist 
someday. You've been a great big 
Brelp to me today.” The child smiles 
in response, pushes himself important- 
y forward in the chair and with some 
show of pride says, “You know, I like 
llings. I got three silver fillings in my 
mouth already.” In this case, the 
@dentist creates a very harmonious 
atient-relationship. 


Reactions Vary 


Children’s likes concerning dental 
reatment are quite varied. Some 
hildren like to visit the dentist so 
hat they can get their teeth “fixed 
p or “filled” or “cleaned” or, as 
hey have said, “So that the teeth 
on't get rotten, so that I can have 
pood teeth.” Of course, in coming for 
reatment, some children “like the 
Hentist because he’s so nice”, others 
‘like to watch the dentist” do certain 
rocedures, mainly the ones not deal- 
ng with the child’s mouth. The child 
pets great pleasure being the center 
# attraction. So he takes pride in 
howing off his silver fillings to other 
hildren and parents in the office. 


Some children in talking to other 
children will boast about the number 
of silver fillings and also relate how 
much of an experience it was getting 
the silver fillings. 


On the other hand, there are the 
other types of children who will 
present problems of management. 
The cause of the child’s perverse be- 
havior does not always result from a 
deliberate and conscious effort. More 
often this behavior is a natural or 
instinctive response to fear or appre- 
hension influenced in part by the 
dental office. Many pedodontic pa- 
tients have a fear complex as results 
of actual painful experiences or 
gruesome tales of dental procedures 
related by adults or by children in 
the neighborhood. The child is there- 
fore on the defensive when he enters 
the office. The responses of children 
in the dental chair as kicking, strik- 
ing, turning away the body or head, 
tightly closing the mouth, refusal to 
swallow, pulling away, indicate ag- 
gressive or defensive behavior toward 
an undesirable situation. Some reac- 
tions of an angry child may be an 
attempt to escape an objectionable 
situation by tearful appeal to the 
dentist or by retreat from the dental 
chair. 


Suspicion Hinders 


Suspicion also hinders dental treat- 
ment and creates anxiety. It leads the 
child to false assumptions concerning 
the coming procedures. For example, 
when any object which looks like an 
injection syringe is picked up by the 
dentist, the child says, “Don’t give 
me a needle, I don’t want a needle!” 

Treatment of the “difficult” child 


involves not only the application of 
techniques to control the youngster, 





but also an understanding of the 
emotional behavior of the patient. 
Consequently, the problem for the 
dentist is the realization of the mo- 
tives for the child's difficulty and 
second, to ascertain the best approach 
to this enigma. 


When a child’s behavior ap- 
proaches a crucial stage or when 
encouragement is needed, remarks 
may go like the following: “No sir, 
you're no sissy, you're a man, you can 
take it.” The young patient usually 
responds manfully with a squaring of 
the shoulders. There is a feeling that 
he must not “let down” the expecta- 
tions of the dentist. With girls, an 
approach may be the fact that a lot 
is expected of a “big girl’. “You are 
a very nice young lady, in fact, one 
of the best patients I have.” The girl 
responds with a bright smile of pride 
and braces up in order that the 
opinion of the dentist is maintained. 


Cover Mouth 
Some practitioners believe that if 
a child persists in crying despite 
reasoning, one should gently cover 
the child’s mouth. 


This tactic should precede any 
communication with him. The child 
is told that when he stops crying and 
listens to the dentist, the hand will 
be withdrawn from his mouth. Only 
then will the dentist be able to reason 
with the child. This procedure should 
be carried out immediately and 
quickly since the child can recognize 
defeat on the part of the dentist 
should the child’s will be allowed to 
prevail. Of course no attempt should 
be made to hold a struggling child 
down since this will only make mat- 
ters worse. This method of control 
may not be desirable because of the 
temperaments and philosophies of 


many dentists as to the possible fup 
psychological reactions to dentists 
dental care. When difficulties 
anticipated which will prevent th 
best dental care, a pharmacologic 
approach utilizing topical, inject 
local or general anesthetics is % 
times the best method for eliminatio 
of unpleasant psychological and p 
sical sensations of dental procedure 


Know Children 


To provide a basis for an intelligen 
approach to many problems and r 
actions to dental treatment, the der 
tist should familiarize himself wij 
the behavior patterns of children a 
various levels of chronological 
psychological development. The 
sequential patterns of developmen 
manifest themselves in the action 
attitudes, and personality of the child 
The dentist's approach should th 
be compatible with the child’s 
of maturation. 


The dentist should investigate th 
influences of the child’s environm 
and parental attitudes. The influence 
of home and parents produce pr 
found effects upon the developmer 
of the attitudes of the child. Th 
basic attitude of the child great 
affects their attitude towards th 
dentist and dental treatment. Ik 
parent's philosophy of child guid 
and discipline many times are mia 
fested in the child’s behavior in # 
dental office. Although many of the 
influences are outside the control 0 
the dentist, nevertheless, he sho 
attempt to evaluate their effects al 
thus institute procedures to surmeé 
such situations so that he may rend 
more effective dental care. 


The dental practitioner must 


sider the pedodontic patient as ¢ 
adult patient of the future and shot 
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attempt to elicit a spirit of coopera- 
tion and instill in the child the im- 
portance of dental health. If the child 
is able to grasp the importance of 
dental care and develop a favorable 
temperament toward dental treat- 
ment, future adverse reactions will 
be minimized; thus relieving the 
dentist of many psychological manage- 
ment problems. 
BIBLIOGRAPHY 
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A major occupational hazard of 
contact sports, loss of teeth and other 
injuries to the mouth, could be all 
but eliminated if athletes wore mouth 
protectors. 

That's the major conclusion in a 
report issued by a joint committee on 
mouth protectors set up by American 
Dental Association and American As- 
sociation for Health, Physical Educa- 
tion and Recreation. 

The joint committee said it recog- 
nizes that football injuries in and 
around the oral cavity come to mind 
first, but suggested that mouth protec- 
tion can be equally important in 
several other sports. 

The committee cited hockey, basket- 
ball, wrestling, lacrosse and soccer as 
having particular need for protection. 
The goup also noted that women’s 
field hockey results in a considerable 
number of injuries. 

Surveys were cited by the committee 
which show that injuries in and 
around the mouth comprise 50 per 
cent of football injuries. Nearly all of 
these injuries could be prevented if 
players wore mouth protectors, the 
group declared. 


In line with this conclusion, the 





Committee Endorses Mouth Protectors 


International Dental Journal, Vol. 8, No. 3, 
September, 1958. 
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policy-making House of Delegates of 
the American Dental Association has 
urged that the wearing of properly 
fitted, individually fabricated mouth 
protectors be made mandatory for 
football players as well as participants 
in other contact sports. 

Meanwhile, the National Alliance 
Football Rules Committee has adop- 
ted a rule making mandatory the wear- 
ing of mouth protectors by all boys 
participating in football. The rule be- 
comes effective for the 1962 season. 

The action applies to all members 
of high schools and colleges of the 
National Federation of State High 
School Athletic Associations, the 
Junior College Athletic Association 
and the National Association of Inter- 
collegiate Athletics. 

While several types of mouth pro- 
tectors are available, the joint commit- 
tee recommended the custom-made, 
individually fabricated protector as 
being most satisfactory, because it fits 
well, is comfortable and does not 
interfere with breathing and speaking. 

It is possible, the committee said, to 
make an inexpensive mouth protector 
quickly, easily and with the desired 
characteristics by using self-curing 

(continued page 14) 


Temporary - Permanent Restoration 


James L. DANNENBERG, D.D.S.* 


Fractured permanent incisor teeth 
are one of the most common and 
difficult problems that occur in the 
practice of dentistry for children. 

One phase of this problem, the 
Temporary - Permanent restoration 
often taxes the dentist's ingenuity. 
The T-P restoration is the protection 
applied to the tooth after the initial 
emergency measures are completed 
and the pulp has returned to a nor- 
mal state. It usually remains in place 
for many years until sufficient ma- 
turation has taken place for the safe 
construction of the more permanent 
jacket crown. 

The requirements of a T-P res- 
toration are; that it be esthetic; that 
it be functional; that it protect the 
pulp from further irritation via the 
fracture site; and that it cause no 
further trauma to the tooth by its 
construction. 

Three basic types of T-P restora- 
tions are in common use, each having 
its own relative merits. The first is 
the acrylic crown; the second, the cast 
gold three quarter type crown (includ- 
ing the basket crown) ; and third, the 
wire supported plastic pinlay. 

The all acrylic crown has the ad- 
vantage of simple construction when 
crown forms and quick cure plastic 
are used. Little tooth preparation is 
needed. Its drawbacks are; poor mar- 
ginal adaptation resulting in gingival 
irritation and possible decalcification 


*Assistant Professor, Department of Pedo- 
dontics, School of Dentistry, University of 
Pennsylvania. 


of the enamel; staining and discolor. 
ation; and the tendency to caug 
drifting and spacing due to the bulk 
interfering with proximal and ocely. 
sal contact. 

The cast gold restoration, (Figs. | 
& 2) in any of its several forms 


provides the most durable of the Tj 


restorations and gives the most tooth 
protection. The main disadvantage 
are that construction necessitates fur 
ther cutting of the tooth and th 
unsightliness of the gold. Although 
plastic or silicate windows replacing 
the lost tooth structure lessen the 
amount of gold showing, almost all 
transluscency is lost and the show ol 
some gold is unavoidable. When the 
patient is an active athletic boy, w 
whom esthetic appearance is not i 
major factor, this is unquestionably 
the best type of restoration to use 
For the gold restoration one ma 
choose the modified three qu 
crown, the basket crown, or the pit 
ledge inlay. All three require reduc 
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tion of the lingual enamel. The pin 
ledge and three quarter crown both 
need holes or grooves into the dentin 
which could be dangerous where 
large young pulps exist. The basket 
crown avoids this deep preparation by 
deriving its retention from wide la- 
bial bevels which display an excess 
of gold. 

The T-P restoration which fits 
most of the requirements is the wire 
supported plastic incisal tip. (Figs. 3 
and 4) This “pinlay” is esthetic in 
appearance, relatively durable, easy 
to construct with very little prepara- 
tion of the tooth, and is at the same 
time protective and functional. It 
restores normal tooth anatomy with- 
out the sacrifice of enamel and its 
use is not precluded by malocclusion 
or deep bite relationships. The two 
drawbacks to the wire and _ plastic 
“pinlay” are a relative lack of per- 
manence (as compared to cast gold 
restorations) and the changes in color 
of the self curing plastic. 


The first, and most critical step in 
construction of the pinlay is the 
placing of the holes which retain the 
wire that acts as the sole retention 


for the restoration. These holes are 
started with a #1 round bur and 
finished with a +557 fissure bur. 
They are placed at the dentinoena- 
mel junction, along both proximal 
portions if the fracture is horizontal, 
or along one proximal and the re- 
maining incisal portion if restoring 


an angular fracture. Extreme care 
should be used to keep as far as 
possible from the pulp. 

After the holes are made to the 
proper depth for maximum retention, 
a gold or stainless steel wire is se- 
lected and bent to a staple like form. 
The ends of the wire should fit rather 
snugly to the full depth of the holes. 
The true staple shaped wire with 
two right angle bends is used for 
horizontal fractures involving the 
entire incisal edge. This is the sim- 
plest to adapt. Where an angular 
fracture of one corner of the tooth 
is to be restored, the wire has only 
one angle bend and must be teased 
or sprung into the retention holes 
which cannot possibly be parallel. 
Prior to cementation, the position 
of the wire should be checked to be 
sure that it will be completely covered 
by the plastic without distortion of 
normal tooth form or interference 
with the occlusion. 

The wire is cemented in place 
with phosphate cement. A better grip 
is assured if the cement is placed in 
the holes with an explorer or peri- 
odontal probe as well as on the ends 
of the wire. Before the cement has 





completely set, all excess is scraped 
away. The wire placed in this man- 
ner forms a loop through which the 
plastic is firmly anchored to the 
tooth. 

Either the brush-on technic or a 
crown form is utilized to add the 
plastic. The proper shade of self cur- 
ing plastic is chosen, mixed, and 
applied over the wire with an excess 
of material covering all of the mar- 
gins of the fracture. If a crown form 
is used, it should be oversized to 
allow for the shrinkage which occurs 
as the plastic sets. Care must be taken 
to avoid air bubbles and to make 
sure that the plastic flows around the 
wire and through the loop. Complete 
setting of the plastic should take 
place before the final steps of shaping, 
finishing and polishing are carried 
out. 

From normal talking distance, the 
pinlay is scarcely noticeable. Closer 
inspection, however, reveals the frac- 
ture line which cannot be masked. 
No attempt should be made to hide 
this line by allowing plastic to 
overlap the sound enamel because 
invariably debris will collect beneath 
this “flash” and defeat its purpose. 
The patient should also be advised 
that in time the plastic will discolor. 
When this occurs, it is a simple mat- 
ter to grind away the discolored 
surface layer and brush on fresh 
plastic. 

This discussion leads to the con- 
clusion that for the routine T-P 
restoration, the wire and _ plastic 
pinlay offers the greatest advantages. 
It is for this reason that its construc- 
tion has been outlined in detail. A 
most important fact to remember is 
that fractured incisors can and should 
be restored even though the child is 
not yet old enough for a final jacket 
crown. 
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Dental Survey 
Is Considered 


Program for the American Denil 
Asociation’s 17th Congress on Dental 
Education and Licensure centered 
around panel discussions of fow 
major recommendations of the Com 
mission on the Survey of Dentistry in 
the United States. 

Recommendations on which ds 
cussions were held at the congress on 
Saturday, Feb. 4, in the Willifon 
Room of the Conrad Hilton Hotel, 
Chicago—were: 

—That dental schools give students 
more experience in working with 
auxiliary personnel. 

—That the dental profession con 
duct studies designed to develop and 
expand duties of auxiliary personnel 

—That all state boards of dentisty 
accept results of the National Boani 
Dental Examinations. 

—That dental schools make thei 
curricula flexible and stimulating. 

The Commission was _ responsible 
for the most extensive survey of den 
tistry ever conducted in the U. % 
Results of the survey were publishel 
in a summary report issued recently 
by the American Council on Educ 
tion and called “Dentistry in the 
United States: Status, Needs and 
Recommendations.” 

Dr. Leslie M. FitzGerald, Dubuque 
lowa, chairman of the Association 
Council on Dental Education, mode 
ated the morning session. Moderat 
of the afternoon session was Dr. Johi 
E. Buhler, Atlanta, vice chairman. 
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Spring, 
Hope and 
Easter Seals 


CRIPPLED CHILDREN 


THE SEASON OF SPRING, now upon us, is a time of hope. The dreariness 
of winter has passed for the joys of a new season. 

Spring is also the time for Easter and for Easter Seals. The brightness of 
this spring fills all of us with hope and renewed vigor. Easter Seals are the 
symbol of hope for thousands of crippled children who dream to be like other 
boys and girls. 

Instead of jumping rope, playing baseball, and riding bicycles, crippled 
children trudge about on crutches, or with the help of heavy leg braces, or in 
wheel chairs. Many don’t get around at all. 

These crippled children look to Easter Seals and your contributions to the 
annual Easter Seal appeal for the money necessary to finance their fight to be 
and play like other children. 

As spring and Easter come upon us please remember Pennsylvania's 
crippled children by making a generous contribution now to your local Easter 
Seal appeal. 


POSTGRADUATE CLINIC IN WASHINGTON, D. C. 


The 29th Annual Postgraduate Clinic of the District of Columbia Dental 
Society is to be held March 12 to 15 at the Shoreham Hotel in Washington. 
A full program of scientific sessions will include limited attendance clinics, 
panel discussion, projected clinics, table clinics, a ‘Lunch and Learn’ session, 
motion pictures and scientific exhibits. 

A reception honoring the President of the American Dental Association, 
Dr. Charles H. Patton and Mrs. Patton, will head the many social events. 


The official program may be obtained from the District of Columbia 
Dental Society, 1835 Eye Street, N.W., Washington 6, D. C. 
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Epidermolysis Bullosa Dystrophica 


WituiaM H. Binns Jr., A.B., D.D.S.* 


EuGENE S. Czarnecki, A.B., D.D.S.** 





Epidermolysis bullosa dystrophica is 
a rare disease of the skin characterized 
by the formation of bullae in the 
layers of the epidermis after trauma.’ 
It is sometimes known as Acantholysis 
bullosa or Goldscheider’s disease.? The 
disease presents a problem of interest 
to dentistry because the oral mucosa 
is involved. 

There are two types of epidermo- 
lysis bullosa, the simple and the 
dystrophic. In the simple, a blister 
occurs at the site of trauma, but 
heals without scarring in a few days. 
It is inherited as a dominant type 
and often disappears at puberty. The 
dystrophic type is more serious, the 
process is deeper, and scarring and 
pigmentation usually develop.’ Epi- 
dermolysis bullosa dystrophica has 
three sub-types according to inheri- 
tance:* 
and 


1. Dominant—does affect 


development. 


not growth 


2. Recessive—usually the children are small 
and mentally retarded. 


3. Variable—epidermolysis bullosa and heredi- 
tary ectodermal dysplasia occur concur- 
rently. 


* Assistant professor, Department of Pedo- 
dontics, Temple University School of 
Dentistry; 

Assistant attending Pedodontist, St. Chris- 
topher’s Hospital for Children, Phila- 
delphia. 

** Associate attending pedodontist, St. Chris- 
topher’s Hospital for Children, Phila- 
delphia. 

Instructor, Department of Pedodontics, 
Temple University School of Dentistry. 
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The dystrophic type of the disease 
is much more serious than the simple 
and the prognosis is poor. Clinically 
the bullae are hemorrhagic and heal 
with scarring and resultant atrophy, 
hyper-pigmentation and de-pigmenn. 
tion. Atrophy of the distal digits 
acrocyanosis and hyperhydrosis of the 
hands and feet occur. Nails are shed 
and not regrown. Contractures may 
lead to claw hands and the fingers 
may be entirely ensheathed within 
epidermis. Orally, the mucous mem 
branes show erosion, ulceration and 
changes secondary to the _ bullae. 
Leukoplakia and Carcinoma may 
result.® 

Histologically the difference in the 
skin is the absence of the elastic fiber 
that extend from the dermis to ter 
minate in the basal layer of th 
epidermis. These fibers probably bind 
the epidermis to the dermis. It is 
interesting to note that the fibers are 
absent in the uninjured skin as well 
as the injured.® See diagram. 

The diagnosis of epidermolysis 
bullosa dystrophica is sometimes con 
fused with that of Pemphigw 
vulgaris. 

Some of the essential 
are: (see table 7) 


differences 


A Case History 


A ten year old, white, female child 
from Puerto Rico was treated at St 
Christopher's Hospital for Children. 


The disease, after an uneventful 
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: Knee of 


: Left foot of patient with epidermolysis 


bullosa dystrophica. Note the absence of 
toenails and the shedding of the 
epidermis. 


patient with epidermolysis 
bullosa dystrophica showing the general 
appearance of the skin, especially in 
traumatic areas (knees, elbows, etc.). 


; Oral view showing bulla on dorsum of 


tongue and at left commissure. Note 
oral tube which has been recommended 
and lubrication of lips and adjacent 
tissues. 


: Forearm showing hyperpigmentation and 


fragile epidermis. 


pregnancy and delivery, was noticed 
when she was four days old. The 
bullae appeared first on the mucosal 
surfaces of the mouth and then 
spread to the skin. They ranged from 
the size of “a pinhead to a half- 
dollar.” The nails began to fall out 
at eight months and were completely 
gone by two years. Mental retarda- 
tion was noted at three years of age. 
There appears to be no history of 
the disease in the family. There were 
numerous admissions to hospitals and 
various drugs were administered to 


TABLE NO. 7 


Pemphigus vulgaris 


50 and over 


abdomen, scalp, 


groin and mouth. 


marked 


fatal in 1 year 


Fibrous connecting tissue 


Separation in bullae formation occurs along 


this line 


Mucous membrane 


Epidermolysis dystrophica 
usually infancy 

mostly on hands, 
elbows and knees. 

little or none 

life (however prog- 


nosis is poor) 


Diagram of section through soft palate; modified from HAM, Histology, B. J. Lippincott, Phila. 1950 





no avail. There has always been a 1. Throat packs and cotton rolls should by 


: ‘ : . used without pressure and should be 
tendency towards secondary infection lubricated with petroleum jelly to 


with associated generalized lympha- damage and adherence to fragile tissues, 
denopathy. As the lesions show signs 2. Oral intubation is preferred to magi 


. : : intubation since it is easier in the child 
of healing new lesions are superim-  j,., damaging to the affected tissues a 


posed, especially in the traumatic 3. Intravenous needles for post-operatix 

areas (knees, elbows, etc.), leaving fluid supplementation should not be tape 

Reon settee of enon shin with adhesive tape but bandaged to the am diate 
ge areas OF scar tissue. or foot, since removal of the tape is j 


. alstltenes eee i sible without extensive removal of epidermiy and 
Oral rehabilitation was completed 4. The lips, face and buccal mucoss (rion 


under general anesthesia in the be lightly lubricated. excha 
operating room and numerous prob- -_ — heey = = the nature of 
. ee this disease is essential for the proper map Th 
lems were encountered. 1 he mucosal agement of the patient for dental procedum lenti 
tissues were extremely fragile and the 3223 N. Broad xg C°OU 
slightest trauma caused a “peeling” Philadelphia, Pol ing st 
of the buccal and sub-lingual mucosa BIBLIOGRAPHY = 
and the dorsum of the tongue. The |. Blakiston’s New Gould Medical Dict the g 
severe scarring of the skin precluded eee? Phila. haa » ae i 
7 . : “ae . Stedman’s Practical Medical Dictionan# medic 
wide opening of the mouth, Nasal 6th Ed., The Williams & Wilkins Gl hei: 
intubation was _ contra-indicated, Baltimore, Md., 1946, p. 370. 
therefore oral intubation was used 3}: ag oe ay ag ‘aa on Stat 
; wae ; ‘ _ wp . B. Saunders Co., lla., » pe : 
to administer the anesthetic, The 4. swarer, W. G., Hine & Levy; Oral Pathol 8% ¥! 
procedure was completed in two ogy, W. B. Saunders Co., Phila. mm of Sur 


separate sessions due to the unpre- 1938, p. 82. iF 
. Apetson, J. J., Epidermolysis Os 


dictability of healing after numerous — dystrophica, J. D. Med., 13: 204-207, 00 


extractions and restorations. 1958. 
6. ENGMAN AND Mook, J. Cutaneous Di 
F 28:276, 1910. 
Recommendations: 7. Ibid. 3, p. 69. 


(continued from page 7) While much progress has 
achieved in making football and othe 
sports safer, the committee cited ala 
in adoption of safety measures t 
prevent injuries to teeth and mout 
It pointed out that face guards 
worn almost universally by foot 
players, primarily for nose and ¢ 
protection, but emphasized that 
guards prevent only about 50 pera 


latex with a rayon flock. 

The protector is fabricated over a 
cast of the mouth of the individual 
player made from a dentist’s impres- 
sion. In many high schools and 
colleges where this type of protector 
is used, impressions have been taken 
by volunteer dentists and the protec- 
tors fabricated by members of team 


booster organizations. not protect against blows under 


To implement the decision of its chin. 
House of Delegates, the American The committee reported s 
Dental Association envisions a nation- show that mouth injuries also 
wide program by dental societies or 
individual dentists cooperating with other in face-to-face contact. It 
schools in providing protectors for mouth protectors should be 
athletes, along with face guards. 
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55 Hope 


“The Djakarta dental association 
members came on board and imme- 
diately established rapport with me 
and my dental hygienist. They are 
friendly people and anxious to 
exchange information.” 

This is a report from an American 
dentist aboard the teaching and train- 
ing ship Hope, currently in Indonesia 
on a two-fold mission—to symbolize 
the genuine desire of Americans for 
peace and to help train native 
medical workers to be able to meet 
their own problems. 


Stanley Hellman, D.D.S., of Chica- 
go, wrote from the Indonesian island 
of Surabaya to Dr. William B. Walsh, 
president of Project Hope: 


“We have had several seminars 
both on board and at their school. 
The need for dentists is great; there 
are only 450 dentists for 86,000,000 
people. Their three dental schools 
cannot produce enough dentists to 
keep up with the tremendous de- 
mand.” 


The Hope, supported by contribu- 
tions from Americans in all walks of 
life, has been received by the 
Indonesian press as representing “the 
heart of a mighty nation.” 

At the beginning of the new year, 
the Hope will be farther and farther 
from the capital of Indonesia and 
it will travel among the outlying 
islands which make up this island 
country —Sumbawa, Makassar, Am- 
bon, Kupang, Lombok and Semarang. 
In addition to teaching and training 
sessions on the ship, the Indonesian 
and American medical personnel 
aboard the vessel will divide up into 
teams and go into inland areas in an 
effort to reach as many native pupils 
as possible. 

The need is great, both for mone- 
tary contributions and for dental vol- 
unteers to serve aboard the vessel. 
Information can be secured directly 
from Henry A. Swanson, D.D.S., 
National Dental Chairman, Project 
Hope, 1818 M Street, N.W., Washing- 
ton 6, D.C. 


KELLOGG FOUNDATION REPORTS 


The W. W. Kellogg Foundation paid out $319,000 in grants to dental 
hols, societies and institutions during 1960. Among dental programs sup- 
ported by the Foundation were the Survey of Dentistry, development of 
teacher - training, dental hygiene testing and education, placement of new 
dental practitioners, and continuing education of dentists. 

In commenting on the state of dentistry, 1960, the report noted attempts 
by Some laboratory technicians in Canada and the United States to obtain 
legal sanction for dealing directly with the public. Such proposals, the report 
Bald, constitute a very serious chailenge to the dental profession and a real 
hreat to the high standard of quality that has caused American dentistry to 

generally recognized as pre-eminent throughout the world. 
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Grrater © Philadelphia = aun 
Sheraton Hotel March 21, 22, 23, 24 





TurspAy, MARCH 21 











DR. HERMAN PRINZ MEMORIAL LECTURE 
FULL LOWER DENTURES 


8:00 to 10:00 p.m. Dr. Max Pleasure, New York City 





WEDNESDAY, MARCH 22 











POSTGRADUATE COURSES 


9:30 to Noon Course #1 Mouth Rehabilitation and 
Practice Administration 
Dr. Meigs Jones, Kansas City 


Course #2 Periodontics 
Dr. Saul Schluger, Seattle 


REGISTERED CLINICS 


9:30 to 11:00 a.m. 1. Dr. John Lucca Crown and Bridge 
and 2. Dr. Jos. P. Cappuccio Oral Surgery 
11:00 to 12:30 p.m. 3. Mr. Albert Richards Radiography 
4. Dr. Nathan Shore Occlusion 

5 


. Dr. Marvin Simring Temporary Splinting 


POSTGRADUATE COURSES 


2:00 to 3:30 Course #+1—Continued 
Course #2—Continued 


ESSAYS 


4:00 to 5:00 p.m. Practical Preventive Dr. Jos. C. Muhler 
Dentistry 


4:00 to 5:00 p.m. Dental Hygienists Dr. Saul Schlug 
#:00 to 5:00 p.m. Dental Assistants Ed. Gargiulo, Capt. USN 





Mr Philadelphia were 
Sheraton Hotel March 21, 22, 23, 24 





THurspAy, MARCH 23 











POSTGRADUATE COURSES 


9:30 to Noon Course #+1—Repeated 
9:30 to Noon Course #2—Repeated 


REGISTERED CLINICS 


9:30 to 11:00 a.m. 
and Clinics Repeated 
11:00 to 12:30 p.m. 


POSTGRADUATE COURSES 


2:00 to 3:39 p.m. Course #1—Continued 
Course #2—Continued 


OPEN FORUM 
1:00 to 5:30 p.m. Dr. Laszlo Schwartz Temporo-Mandibular 
Joint Disorders: 
Diagnosis and Management 


LABORATORY LECTURE 


1:00 to 5:30 p.m. Dr. John Lucca Fixed Partial Prosthesis 





Frm. Marcu 24 











TABLE CLINICS 
MEDICAL SYMPOSIUM 
PUBLIC HEALTH CONFERENCE 
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General Anesthesia 
In Dental Practice 


Leonard M. Monheim, 0.S. M.S. D.D.S. 
461 pages with illustrations. Index. Price 
$10.50. C.V. Mosby Co., St. Louis, Mo. 
April 1960. 


Any book or treatise on anesthesia 
written by Dr. Leonard Monheim is 
discussed in the easiest reading, 
descriptive and educational fashion. 
It is a book that should be read and 
reread to acquire the knowledge and 
requirements necessary to administer 
all types of general anesthesia in the 
safest and most efficient manner. 

This book is divided into twenty 
chapters with complete, descriptive 
pictures and __ illustrations. Dr. 
Monheim has covered his subject in 
an excellent manner. He leaves 
nothing to the reader’s imagination. 
He begins with the “Anatomy And 
Physiology of Respiration” and con- 
tinues through every phase _ of 
anatomy; physics as applied to 
anesthesia, and through to the “Legal 
Aspects Of General Anesthesia”. The 
author has covered completely some 
of the newer aspects of general 
anesthesia, trends in analgesia, and 
use of new drugs in pre- and _ post- 
operative procedures. Many of the 
subjects covered reveal the tremendous 
advances made in general anesthesia 
and surgery. They demonstrate the 
safety and efhciency of proper general 
anesthesia as well as the pit-falls and 
how to avoid them. No subject 


relating to general anesthesia has 
been over-looked and has beep 
discussed intelligently to provide the 
reader with detailed and clescriptiye 
study and review. 

Dr. Monheim’s book can be used 
as a dental school text-book, as , 
useful reference book for dentists 
practicing and interested in general 
anesthesia or for pleasurable scientific 
reading by all members of the dental 
profession. 


Paul Berson, D.DS. 





Internal Medicine 
In Dental Practice 

Leon H. Collins, Jr., A.B., M.D., and 

Martin P. Crane, B.S., M.D. 5th Edition. 

555 pages. 94 illustrations, 30 in color 

on 6 plates. $8.50. Lea & Febiger, 

Philadelphia. 

In presenting this book the goal a 
the authors was to give 
practitioner of dentistry a 
knowledge” of modern 
medicine. The new fifth edition ha 
been prepared to add further 
information on many of the common 
diseases and also on the diseases that 
are not frequently encountered b 
either the practitioner of medicine 
dentistry. 

The signs of systemic disease which 
may first be observed by the dentisi 
are described in detail. Dent 
management of most of the diseas 
are well covered. The arrangement @ 
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jinent data in chart form gives 
the practitioner an excellent descrip- 
tion of the salient features of the 
particular disease under discussion. 
Color plates and photographs are 
arranged in an orderly manner to 
help elucidate the text. 

A closer and a more successful 
medico-dental relationship should 
result from the application of the 
knowledge made available in this 
book. 





Sixth District Meeting 


The Annuai Spring Meeting of the 
Sixth District Dental Society will be 
held Wednesday, April 12 at the 
Geisinger Memorial Hospital in Dan- 
ville. Details of the meeting will be 
in the March issue of the Pennsyl- 
vania Dental Journal. 


Clinical Fellowship Available 


Applications are being accepted for 
a Clinical Fellow in Oral Pathology 
supported by the American Cancer 
Society, tenable at the Department of 
Pathology, School of Dentistry, Uni- 
versity of Pennsylvania, for a period 
of one year beginning July |, 1961. 
This fellowship is open to United 
States citizens who are graduates of a 
United States Dental School. A 
stipend of $3600 (tax free) accom- 
panies the fellowship. The program 
is planned to suit the specific needs 
and interests of the Fellow. Each 
candidate should submit a curriculum 
vitae and letters of reference. 

Reply to: Dr. C. E. Wilde, Jr., 
Department of Pathology, School of 
Dentistry, University of Pennsylvania, 
4001 Spruce Street, Philadelphia 4. 


Teaching Fellowships 


Four teaching fellowships paying 
a stipend of $3,600 to $5,000 will be 
available from the Fund for Dental 
Education during 1961 to persons 
wishing to prepare themselves for 
careers in dental education, Maynard 
K. Hine, president of the Fund, has 
announced. 

Application for these fellowships 
may be made during the first quarter 
of 1961, January to March, on forms 
secured through the dental school 
deans or direct from the Fund office 
at 840 N. Lake Shore Drive, Chicago. 

With the addition of two fellow- 
ships recently established, the follow- 
ing awards are available to dentists 
or dental seniors planning to enter 


dental teaching: the American Dental 
Association Teaching Fellowship of 
$5,000 which is sponsored by The 
Great-West Life Assurance Company; 
the American Dental Trade Associa- 
tion Teaching Fellowship of $3,600; 
and two Fund for Dental Education 
Teaching Fellowships of $3,600 each. 

Applicants must be graduates of 
dental schools in the United States 
or Canada and must be prepared to 
submit academic records showing they 
are qualified to enroll in graduate 
dental education programs. Appli- 
cants are required to sign a statement 
indicating they expect to become 
dental teachers upon completion of 
the fellowship training. 
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DENTAL HEALTH 


Pennsylvania’s observance of Chil- 
dren’s Dental Health Week was 
materially aided by individuals and 
organizations who worked closely 
with the dental profession. 


Again as in other years, the outdoor 
advertising industry cooperated by 
donating space for the posting of 
more than two hundred posters on 
highways throughout the state. Pub- 
lic officials and sports’ personalities 
recorded messages on behalf of dental 
health. Newspapers, radio and tele- 
vision stations carried the theme of 
teaching children dental habits into 
the homes. 


Governor David L. Lawrence, in 
addition to issuing a statement asking 
parents to cooperate with health edu- 
cators and dentists, recorded a mes- 
sage for playing over radio and 
television during the week. Two other 
prominent public officials who re- 
corded a message were Dr. Charles 
H. Boehm, Superintendent of Public 
Instruction, and Dr. Charles L. Wil- 
bar, Secretary of Health. 


Speaking for dental health from 
the world of sports were Wilt Cham- 
berlain, Tom Gola and Guy Rodgers, 


all members of the Philadelphia 
Warriors basketball team. Elroy Face, 
Bob Friend and Bill Mazeroski from 
the world champion Pittsburgh Pi- 
rates, and George Makris, head foot- 
ball coach of Temple University, 
were others who recorded messages 
for dental health education. 
Recognizing the importance of 
children’s dental health in communi- 
ties all over the state, were people 
who cooperated with local Children’s 
Dental Health Week chairmen. 


Among the many ways used to call 


WEEK ACTIVITIES 


the public's attention to the week and 
its major theme of educating qi 
dren to dental health habits wer 
issuing of proclamations by city of 
cials; holding of special radio ang 
television programs; displaying th 
week's posters in public transpona 
tion vehicles; store window exhibiy 
and newspaper articles and announe 
ments. 


Spot announcements were used 
over radio and television stations, and 
the state’s eighteen television stations 
were given slides of the outdoor poster 
for showing between commerciak 
and station breaks. 


Dentists in many districts and » 
cieties worked overtime during the 
week to conduct smile and _ poster 
contests, hold interviews and accept 
speaking engagements before civic 
fraternal and social groups. Chairmen 
of the week were especially buy 
coordinating their programs and 
contacting various media. 


Officials of both the America 
Dental Association and the Pennsy 
vania Dental Association contributed 
their share. Dr. Charles H. Patton, 
president of the American Dental 
Association, and Dr. Robert W. 
McEldowney, president of the Penm 
sylvania Dental Association, ath 
recorded a message for playing ove 
the state’s radio and __ television 
stations. 


Guiding the week long observant 
was Dr. C. Marlin Shope of Midd 
town, who was appointed s acl 
state-wide chairman for Children 
Dental Health Week. He 
appointed to this position by 
Bernard L. Grossman, Chairman 6 
the Council on Dental Health. 
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HEALTH PROFESSIONS WARNED OF ROLE 


The health professions were 
warned that they must do more than 
oppose health proposals they consider 
unworkable or undesirable. 

Dr. Charles H. Patton of Philadel- 
phia, president of the American Den- 
tal Association, declared that “the 
word ‘no,’ standing alone, is the most 
weless and irritating one in the 
language.” The dental leader went on 
to say that “thundering anathemas 
against programs we do not consider 
workable without at the same time 
presenting more feasible techniques 
isa futile exercise and is not respon- 
sible leadership.” 

In the socio-economic aspects o [ 
health care, Dr. Patton said, the lay- 
man and the dentist play dual roles; 
the layman as both patient and citi- 
zen; the dentist as both practitioner 
and citizen. He continued: 

“If we are to win the full coopera- 
tion of the public in these areas of 
health care, and such cooperation is 
esential, we must give a full expla- 
nation of what we favor as well as 
what we oppose.” 

In clinical practice, he pointed out, 
the patient must often accept conclu- 
sions on the mere authority of the 
practitioner. This is so, Dr. Patton 
said, “because the layman lacks the 
requisite background knowledge to 
follow the reasoning.” 

In socio - economic areas, he went 
on, the situation is different and the 
‘father knows best’ attitude is neither 
elective nor wise. While the health 
professions still should vigorously 
lead, he said, they are not in these 
areas acting primarily as dentists or 
physicians, but as citizens with expert 


knowledge. 


Addressing the Chicago Dental So- 


ciety’s 96th Annual Midwinter Meet- 
ing, Dr. Patton suggested three things 
members of the health professions can 
do on the local level to clarify their 
position on these aspects of health 
care. 

“First of all,” he said, “we must 
demonstrate that the goal of the 
health professions and the hope of the 
public are identical. Both aim toward 
the best possible care for all citizens.” 
One way of doing that, he said, is 
for the professions’ members to be 
active in all aspects of community 
life. “If we are indifferent to the goals 
of our community,” he said, “the 
community will be indifferent to 
ours.” 

Then, Dr. Patton said, “we must 
understand that men of good will 
do not always agree on a given issue. 
The fact that a man opposes some 
view of mine does not give me license 
to call him names.” 

Finally, Dr. Patton urged that 
members of the health professions 
thoroughly inform themselves on the 
issues involved. “Be ready,” he said, 
“to offer constructive, feasible pro- 
grams for the attainment of better 
health care, and to show conclusively 
that these programs truly meet exist- 
ing needs.” 


COLLEGE LIBRARIES NOW 
RECEIVE DENTAL JOURNAL 
In order to keep the higher institu- 
tions in Pennsylvania abreast of the 
dental profession, more than eighty 
college libraries will receive the 
Dental Journal beginning with this 
issue. This program will also attempt 
to interest college students in a 
career in dentistry. 








POSTGRADUATE COURSES 











For further information about specific postgraduate courses write to one of the following: 


Director, Postgraduate Courses Director of Graduate Education Director of Postgraduate Studig 
School of Dentistry School of Dentistry School of Dentistry 
University of Pennsylvania University of Pittsburgh Temple University 

4001 Spruce Street Thackery and O'Hara Streets $223 North Broad Street 
Philadelphia 4, Pa. Pittsburgh 13, Pa. Philadelphia 40, Pa. 





Pittsburgh 











These courses are jointly sponsored by the School of Dentistry, University 
of Pittsburgh and the Odontological Society of Western Pennsylvania. 


Full Denture Construction will be presented by Dr. Ernest T. Lewis, March 15-18 
This course will be presented at the Western State Penitentiary wher 


many patients are available to teach differentiation between simple and 
difficult edentulous mandibles. 


Endodontic Therapy Will be presented by Dr. Andrew E. Michanowicz, Mart 
15, 22, 29, April 5, 12, 19. 

This course is designed to familiarize the dentist with the modern cm 
cepts of endodontics, to assist in making a diagnosis and prognosis on teeti 
that may have pulpal pathology and to enable the practitioner to develop 
a technique that he may utilize routinely on his endodontic cases. 


Periodontal Therapy will be presented by Dr. D. Walter Cohen, April 12 
The objective of this course is to acquaint the practitioner with the i 
portance of periodontics in the general practice of dentistry. 


Periodontal Therapy Clinical Demonstration will be presented by Dr. D. Walter Co 
assisted by Dr. Herbert E. Meyers, April 15. 


This course will be a one day clinical demonstration of the teachings 
Dr. Cohen as presented during the course previously described. 
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Pennsylvania 











Partial Dentures Will be presented by Dr. M. M. DeVan and Associates, Feb- 
ruary 27, 28 and March I, 2, 3. 

This comprehensive course is designed for general practitioners to acquaint 
them with recent advances in theory and practice of partial denture prosthesis. 


Disgnosis and Treatment Planning Will be presented by Drs. Lester W. Burket, 
Alvin L. Morris and Roy T. Durocher, March 6-10. 

This course is to further the general practitioner's knowledge and ability in 
diagnosis, treatment planning and case presentation. 


Practical and Simplified Procedures in Crown and Bridge Prosthes's will be presented by 
Dr. Charles B. Sceia, March 13-17. 

This course is designed to acquaint the general practitioner with the 
latest practical technics in crown and bridge prosthesis. 


Denture Prosthesis Will be presented by Dr. Vincent R. Trapozzano, 


Complete 
March 27-30. 

This course will serve as a basic refresher course and emphasize new 
concepts. 


Endedontics Will be presented by Dr. Louis I. Grossman and Associates on 
April 10-21. 

This course is arranged to give the practitioner clinical experience in 
endodontics. 


Minor Tooth Movement Will be presented by Dr. Leonard Hirschfeld on April 12, 
13 and 14. 
__ This course will include a discussion of the importance of tooth position 
in periodontal disease. 


The Twelfth Mid-Atlantic States Conference on Dentistry Will be presented by essayists 
Drs. H. J. Bartelstone, D. Walter Cohen, 8S. Howard Payne, Samuel Seltzer 
and Colonel Robert B. Shira on April 16 to 21 at Buck Hill Falls, 
Pennsylvania. 

The theme of this year’s conference is Current Clinical Practices. 
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Practice Administration Will be presented by Dr. Jay H. Eshleman on Februay 
18, 1961. 


This course is designed to build and maintain a dental practice on a sound 
financial basis. 


Periodontal Prosthesis will be presented by Dr. Morton Amsterdam and Dr, 
D. Walter Cohen on February 20, 21, 22, 23, 24, 1961. 

This course is designed to correlate advanced restorative procedures and 
periodontal therapeutics in the treatment of pathologic conditions of the 
teeth and their supporting structures. 


High Speed in Operative Dentistry will be presented by Dr. Carlos Weil and Dr. 
Charles A. Nagle, Jr. starting March 1, 1961. 

This course is designed to give the practitioner a knowledge of high speed 
technique in operative dentistry. 


Electronic Electrosurgery Will be presented by Dr. Maurice J. Oringer on Marth 
3, 4, 1961. 

This is a student participation course to demonstrate the practical clinical 
usefulness and application of electronic electrosurgery to the daily practic 
of dentistry. 


Immediate Surgical Endodontics Will be piesented by Drs. Leonard Parris, Harolé 
Rappaport and Robert Uchin on March 6, 7, 8, 9, 10, 11, 1961. 


An intensive clinical course to broaden the endodontic services available 
to patients. 


Advanced Surgical Techniques in Periodontal Therapy Will be presented by Dr. Saul 
Schluger and Dr. Jack Alloy on March 25, 26, 27, 28, 29, 1961. 

This course is designed to teach and to provide clinical experience ,with 
the more recent advances in Periodontal Surgery. 


Full Denture Prosthesis Will be presented by Dr. Bernard Jankelson on May §, 
9, 10, 11, 12, 1961. 

This course is designed as a basic direct approach to effective full denture 
services. 


Graduate Orthodontics Will be presented by Dis. Robert B. Hedges, S. Eugen 
Coben, Mi/ton J. Lande, Theodore J. Stazeski, Ben J. Addiego, Allen ©. 
Brader on September 7, 1961. 

The primary aim of the course is to train clinically competent specialists 
in the field of Orthodontics, and secondarily to train potential research 
workers an<! teachers. 
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TEETH ARE MEANT TO LAST 


The concept that “teeth are meant 
to last a lifetime” has received further 
support from a leader in American 
dentistry. 

Dr. Charles H. Patton, president 
of the American Dental Association, 
disavowed the widely held belief that 
artificial dentures are inevitable as 
he heralded approach of the 1961 
observance of National Children’s 
Dental Health Week Feb. 5-11. 

Dr. Patton said that the belief must 
be regarded today “as only another 
old wives’ tale.” 

No child need ever lose a tooth 
from dental decay, the dental execu- 
tive declared, and this goal can be 
achieved if sound precepts of dental 
education are instilled at an early 
age. Said Dr. Patton: 

“The present rate of dental disease 
is appalling, but it cannot be reduced 
by the dentist alone; children and 
parents must cooperate.” 

The Association president noted 
that with few exceptions children are 
born with the same potential for 
having healthy teeth throughout their 
lives. 

Dental problems begin, 
plained, when children under 


he ex- 
the 


supervision of their parents become 
responsible for their oral health. 

If children adhere to the basic 
principles of proper dental care as 
outlined by the Association, Dr. 
Patton suggested that their oral prob- 
lems will be minimal. These princi- 
ples were listed by the ADA official 
as including: 

—Proper use of the toothbrush immedi- 
ately after meals and snacks. 

—A balanced diet low in sugar-containing 


foods, especially chewy candies that tend to 
adhere to the tooth surface. 


—Early and regular dental treatment aimed 
at controlling and _ preventing dental 
disorders. 

—Fluoridation of community water 
supplies or, in rural areas, application by a 
dentist of a fluoride solution to children’s 
teeth. 

The dental profession, Dr. Patton 
pointed out, has realized almost from 
its start that the best solution of the 
nation’s dental disease problem lies 
in prevention. 

He emphasized that the profession's 
chief concern is prevention of dental 
disease in children, and the Associa- 
tion’s year-round activities in this 
area reach their peak with the annual 
observance of National Children’s 
Dental Health Week. 


Dental Fee Survey 


A committee of the Board of Trustees: Dr. Chester Frisk, Meadville, chair- 
man; Dr. Charles McDermott, Pittsburgh; and Dr. Zane A. W. Green, Altoona; 
is currently working on the development of a questionnaire for the purpose of 
conducting a statewide survey of dental fees. This survey was authorized by 
the Board of Trustees at a meeting last December. The results will be tabulated 
by the central office of the Association and will be used to study possible 
revisions to existing schedules and tables of allowances now being used by 
insurance underwriters and by government agencies. 
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PENNSYLVANIA DENTAL SCHOOLS 


AS is 3s/ from the 


PITTSBURGH 


Wm. F. Swanson, Dean, and Chair- 
man of the Council on Research, 
American Dental Association, moder- 
ated the conference of Coordinators 
of Dental Research in Chicago, 
December 9-10. Representatives of 
40 United States Dental Schools, and 
$ Canadian Dental Schools and 
representatives of the National In- 
stitue of Health attended. 


W. Arthur George, Professor and 
Chairman, Department of Prostho- 
dontics was elected first vice president 
of the Odontological Society of West- 
ern Pennsylvania on November | to 
serve for 1960-61. 


W. Harry Archer, Professor and 
Chairman, Department of Oral Sur- 
gery spoke before the Wichita Dental 
Society November 14, 1960. His topic 
was “Oral Surgery.” 


Robert W. Roden, Associate Profes- 





sor, Department of Prosthodontig 
presented a table clinic at the North 
Hills Dental Society on “Partial Den 
ture Construction,” November 9, 


Leonard M. Monheim, Professor and 
Chairman, Department of Anesthes 
iology, lectured before the Greater 
New York Dental Meeting, December 
7-8, on “Anesthesia Emergencies;” 
and, conducted a limited attendance 
course on “Anesthesia and Therapew- 
tics.” 


Wm. Cooper, Assistant Professor of 
Medicine, School of Medicine, was 
guest lecturer before the senior clas 
of the University of Pittsburgh School 
of Dentistry on December 12. Dt 
Cooper's topic was “Shock.” 


S. Wah Leung, Professor and Chair 
man, Department of Physiology and 
Director of Graduate Education, 
authored “Calculus Formation—Salk 
vary Factors,” Dental Clinics of 
North America, November 1960. 





Training Grant to University of Pennsylvania 


One of the largest training grants 
ever awarded in the field of clinical 
dentistry has been made to the De- 
partment of Periodontology of the 
University of Pennsylvania Graduate 
School of Medicine. The $225,000 
grant from the National Institute for 
Dental Research will support gradu- 
ate training in  periodontics — the 


science dealing with diseases of the 
gums and the supporting structures 
of the teeth. 

The National Institute for Dental 
Research is part of the National It 
stitutes of Health of the United States 
Public Health Service. The three-year 
grant, effective January 1, was a& 
nounced by Dr. Paul Nemir, dean. 


out t 
“Ti 





A nationwide shortage of dental 
graduates who are equipped to teach 
and ue research in the field of 

iodontology led to the School's 
request for the training grant, accord- 
ing to Dr. D. Walter Cohen, associate 
professor and co-chairman of the de- 
partment of periodontology. 

The Graduate School of Medicine 
has offered a graduate course in 
periodontology for the past six years, 
Dr. Cohen said, and of the 30 gradu- 
ates of the program 26 have gone on 
to teaching in dental schools through- 
out the nation. 


“The number of students should 


be greatly increased in the future,” 
Dr. Cohen stated, “through fellow- 
ships and traineeships supported by 
the Federal grant.” 

The first half of the two-year course 
is under Dr. Cohen's direction. The 
second year is devoted to clinical 
training in two Boston hospitals 
which have teaching affiliations with. 
the University of Pennsylvania: Beth 
Israel and Massachusetts Memorial. 
Studies there are directed by Dr. 
Henry M. Goldman, Boston, who is 
professor and co-chairman of the 
Graduate School of Medicine's de- 
partment of periodontology. 


Dr. Charles H. Patton Directs Health Care Council 


An expanded program of activity 
on the local level was announced 
today by the Joint Council to Im- 


prove the Health Care of the Aged 

as it announced officers for 1961. 
Dr. Charles H. Patton, president 

of the American Dental Association, 


has been elected chairman of the 
Joint Council for the year. 

Dr. Patton’s election 
nounced by Howard I. 
executive secretary 
Council, who has 
secretary-treasurer. 

The new chairman will preside at 
a meeting of officers and directors of 
the Joint Council for the first time 
March 8 in Chicago. He succeeds 
Ray E. Brown, Chicago, a past 
president of the American Hospital 
Association. 

Dr. Leonard W. Larson, Bismarck, 
North Dakota, president-elect of the 
American Medical Association, suc- 
ceeds as vice-chairman of the Joint 
Council Dr. Paul H. Jeserich, 
immediate past president of the 


was an- 
Wells, Jr., 
of the Joint 
been re-elected 


American Dental Association. 

Outlining the Joint Council's 
program for the year, Wells said that 
local persons in the health professions 
will be urged to assess the health 
needs of the elderly in their partic- 
ular regions. Among groups that will 
receive particular attention in local 
surveys are the institutionalized and 
homebound chronically ill and aged, 
according to Wells. 

The Joint Council was formed in 
1958 under joint sponsorship of 
American Dental Association, Ameri- 
can Hospital Association, American 
Medical Association and American 
Nursing Home Association. 

Wells said that current objectives 
of the Joint Council are two-fold: 


To correlate the efforts and re- 
sources of member organizations as 
the principal purveyors of health 
care for the aged. 


To establish liaison and a coopera- 
tive relationship with other organiza- 
tions working in the area. 
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HESS McCORMICK 


Program 


ISAAC SISSMAN, Secretary 
PENNSYLVANIA DENTAL ASSOCIATION, 
Presiding 


Welcoming Remarks 
Robert W. McEldowney 


Scope of Conference—Administration 


Isaac Sissman 


Pennsylvania Administrative Structure 


Ray Cobaugh 


Dentistry in Hospitals 


Victor H. Frank 


Public Information Programs 
Richard Hess 
Charles McDermott 


Law Enforcement 


Willis McCormick 
Legal Preblems 

William J. Madden, Jr. 
Insurance Programs 


Royal T. Popper 


The Pennsylvania Dental Journal 
Vincent G. Lawlor 


Ray Cobaugh 


The District Secret ary 


J. Ralph Parrett 


j iscussion 


POPPER LAWLOR 


OFFICERS CONFERENCE 


The 1961 District Officers’ Manage- 
ment Conference was held January 14 
and 15 at the Penn Harris Hotel in 
Harrisburg. Attending the conference 
were officers and staff of the 10 dis- 
tricts, central office staff members, 
state officers and several chairmen of 
various councils and committees. Dr. 
Isaac Sissman, Association Secretary, 
presided over all sessions. 

The conference was opened with 
welcoming remarks from Dr. Robert 
W. McEldowney, Pennsylvania Dental 
Association President. Dr. Sissman 
then gave an introduction into the 
scope of the conference, pointing out 
that it was to acquaint the district 
officers with the administrative pro- 
cedures of the Association. 

At the first session Executive Secre- 
tary Ray Cobaugh discussed in detail 
the administrative structure of the As- 
sociation, including the responsibili- 
ties of the various management 
bodies. Mr. Cobaugh also explained 
the functions of the central office. Dr. 
Victor H. Frank brought the first ses- 
sion to a close with an outline of the 
Role of the Dentist in Hospitals. 

The second session of the two day 
conference was opened by Dr. Charles 
F. McDermott, Public Information 
Committee Chairman, and Richard 
Hess of the central office, who spoke 
on the association’s public education 
program. Dr. Willis McCormick, Law 
Enforcement Committee Chairman, 
followed with suggestions for districts 
in reporting law infringements to the 











Examining Board. The central office 
in the near future will send to all sec- 
retaries instructions on the proper 
procedures which will guide districts 
in reporting these infringements. Wil- 
liam J. Madden, Jr., legal counsel for 
the Association, supplemented the re- 
marks made by Dr. McCormick. 
Insurance Committee Chairman 
Dr. Royal T. Popper explained in 
some detail the types of insurance 
which are available to members of the 
Association. Dr. Popper said that his 
committee has prepared a new life in- 
surance program designed to meet the 
needs of dentists. Certain insurance 
carriers soon will be invited to bid on 


Seniors Face Draft 


The Department of Defense has 
alerted Selective Service to ready its 
pre - induction processing machinery 
for senior dental students, according 
to unofficial reports received by the 
ADA Council on Federal Dental 
Services. Pre-induction processing of 
senior students will begin in the 
spring if there are not sufficient vol- 
unteers to meet replacement require- 
ments of the armed services. 

Some 500 additional replacements 
are needed from senior students whe. 
are vulnerable, the Council said. In 
a recent statement, a high Defense De- 
partment official said: 

“The Defense Department only de- 
sires to have it clearly understood 
that individuals who have been de- 
ferred for completion of medical and 
dental training retain their basic two- 
year service obligation until reaching 
age 35; and also, that because 1961 
service medical and dental officer 
requirements have not, as yet, been 
met by volunteers, Selective Service 
call-ups will in all probability be nec- 
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a policy to implement this program, 
Editorial policies of the P 
vania Dental Journal were reviewed 
by the Editor, Dr. Vincent G. Lawler, 
During this discussion reporters and 
others who submit material for the 
Journal were requested to follow a 
style guide to facilitate the prepari 

of the Journal for publication. 

The conference was brought toa 
close after Dr. J. Ralph Parrett, Fifth 
District Secretary, spoke on the role 
of the district secretary. 

Following each presentation there 
was a discussion period to allow the 
district officers sufficient time to ask 
questions and exchange ideas. 


essary. Finally, the impact of the 
call-ups will bear most heavily upon 
recent graduates.” 

The Council pointed out that in 
dividuals who are called for the draft 
must be prepared to enter military 
service at the time of call even though 
established in private practice. 

“It is readily apparent that it is to 
the advantage of all concerned if the 
Department of Defense is to fill its 
dental officer requirements by volun 
tary means,” a Council statement said. 


Grant Made 


The American Dental Association 
has transmitted a grant of $50,000 t 
the Fund for Dental Education 
directed at the Los Angeles session, 

One-half of the grant is to be made 
available to the American Association 


of Dental Schools for the advance 
ment of its program. In forwarding 
the grant, Secretary of the Association, 
Harold Hillenbrand commented that 


the Association is pleased to have thi 
opportunity of participating in 
excellent programs. 
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Commonwealth Report: 


School Dental Health Program: 


1959 - 1960 


Linwoop G. Grace, D.D.S. 
Director, Division of Dental Health 
Pennsylvania Department of Health 

Harrisburg, Pennsylvania 


The figures submitted in the reports 
of school health services for the year 
1959-1960 have been compiled. The 
Secretary of Health has extended his 
congratulations to school boards, 
shool administrators, and health per- 
sonnel for the sincere attempt that has 
been made to carry out the provisions 
of the School Health Act. 

Quite a few districts did not spend 
the amount that would have been 
available to them. Reimbursement for 
dental services is at the rate of 40¢ 
per pupil, in average daily member- 
ship. However, reimbursement can not 
exceed the actual amount spent. 

Of the 997 districts and jointures 
requesting reimbursement only 259 
reported spending as much or more 
than their allowable reimbursement. 

The Health Department paid $822, 
000. $970,000 was available. 

However, included in the districts 
that did spend more than the amount 
allowed are the large cities who have 
well developed dental programs which 
cost considerably more than they can 
receive from the State. The total cost 
for dental services as reported by all 
districts was $1,766,000. Of this sum 
almost $950,000 came from community 
funds. 

A break-down indicates $793,000 
paid as fees to dentists and clerical 
assistants, $874,000 fees or salaries to 
dental hygienists, $59,000 for equip- 
ment, instruments and supplies, $26, 
000 as fees for corrective dental serv- 
ices, $14,000 for dental health educa- 

tion material. Since the total number 
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of children in average daily member- 
ship was 2,424,855, the average 
amount spent per child for dental 
health services is about 73 cents. 

Last year we pointed out the desira- 
bility of having as many children as 
possible examined by the family den- 
tist. Believing that the family dentist 
is, and will continue to be, the chief 
source of dental care we think each 
child should be encouraged to visit 
him regularly. This is a lesson which, 
if learned, will pay dividends in adult 
life. It also assures continuity of treat- 
ment not possible in the school exam- 
ination. 

Last year 699,066 children were 
examined by the school dentist, and 
45,827 by the family dentist. This was 
just a little more than 6%. Since the 
letter to the school authorities con- 
cerning this did not go out until mid- 
term many schools had already 
completed their examinations. We 
hope that the number of children 
going to the family dentist this year 
will be much larger. 

Although the intent of the present 
School Health Act was to de-empha- 
size the examinations and encourage 
districts to develop a well rounded 
program that would include preven- 
tion, education and correction, many 
districts do not report any activity 
other than dental examinations. Also, 
some districts are still paying school 
dentists on a fee per examination 
basis. They should be paid on an 
annual, monthly, weekly or hourly 

(continued page 33) 
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Jane Mattuews, Publicity Chairman 
214 State Street, Harrisburg, Pa. 


Dear Members: 


Our program chairman, Helen Yingling, has informed me that the program 
for the state meeting is well under way. We are proceeding in our planned 
activities with full speed and Determination. The courtesy of each membey 
attendance at the Annual State Meeting is a compliment to those who 
have prepared the program. May I urge each of you to make plans 
attend our Eleventh Annual Meeting to be held at the Cocoa Inn, Hershey, 
May 18, 19 and 20. The number of dental assistants in attendance will deter: 
mine largely the success of this meeting. 

Please remember, March | is the deadline date for our dues to be im the 
hands of the state secretary. I ask that you urge your members to renew their 
memberships and strive to gain new members for our organization. We are 
all charged with the responsibilty of leadership, and we must continually 
strive to obtain a greater membership in 1961. 

I wish to take this opporunity to remind each individual member of her 
responsibility to participate and cooperate with Rose Donohue, Arrangements 
Chairman, and other committee chairmen in plans for the Thirty-Seventh 
Annual Meeting of the American Dental Assistants Association to be held 
in Philadelphia, October 16 to 20. Your Arrangements Chairman has called 
a week-end meeting for April 8 and 9, at the Old Fort Bedford Inn, Bedford. 
I trust all chairmen shall plan to attend. 

Your ardent cooperation is gratifying to your president. May we continue 
to show Determination through all our plans. 

Sincerely, 
Margie Baerncopf, President 





\EHIGH VALLEY Burns, Mae Chidsey, Carol Tillmas 
all of Easton; and Shirley Behler of 
Bethlehem. 

Delegates chosen to attend 


Pennsylvania Dental Assistants 


The regular monthly dinner meet- 
ing of the Lehigh Valley Dental 
Assistants Association was held on 


Monday, January 16, at 7:00 P.M. in 
Allentown, at the Hotel Traylor. Mrs. 
Marian Montz, President, conducted 
the meeting. Prospective members 
welcomed were: Linda Smith, Mary 


vention at the Cocoa Inn, Hershey 
on May 18, 19 and 20, are Mrs. Mari 

Montz and Mrs. Florence Werkheisef 
Their alternates: Mrs. Arlene Smulli 
and Mrs. Barbara Wheeler. 
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Guest speaker for the evening was 
Dr. Nevin Shatler, Allentown, whose 
was Cleft Palate and Cleft 
Patients. Dr. Shaffer is a mem- 
ber of a local Cleft Palate team of 
Doctors and other professional men 
who hold clinics at the Allentown 
Hospital. This program is conducted 
by the Pennsylvania Department of 
Health. Of interest to our group was 
the existance of a local Cleft Palate 
and Cleft Lip Clinic and Program, 
since most of us were not aware of 
the fact that there was one so near by. 
He stated that one out of every 1,000 
babies are born with this malunion 
of tissue. Major causes of it are poor 
nutrition and heredity. 

The next dinner meeting of the 
Lehigh Valley Dental Assistants Asso- 
ciation will be held at the Bethlehem 
Club in Bethlehem, at 7:00 P.M. on 
February 20. At that time, Miss 
Eleanor Schafer, Executive Secretary 
of the local Alcoholics Anonymous, 
will narrate a film entitled To Your 
Health. 


PITTSBURGH 


Certification Night, honoring the 
seventeen dental assistants who recent- 
ly passed the certification examina- 


(continued from page 31) 


basis. By using this method of pay- 
ent the school dentist is compensated 
or time spent on dental health educa- 
ion. 


We note with regret that the num- 
ber of dental hygienists employed by 
hool districts is declining. We feel 
hat the dental profession itself has 
been apathetic toward this situation. 
There seems to be little evidence that 
ny serious efforts are being made by 
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tion, was held January 10 at Stauffer’s 
Restaurant in Oakland. Certificates 
and certification pins were presented. 
It was an evening of inspiration and 
pleasure. 

Highlighting the program for the 
evening was an interesting panel 
discussion by Drs. Wm. K. Collett, 
J. W. Christy, H. Krieger, W. G. 
Bothwell and Wm. Stark. 

The topic for discussion was, 
Education in the Dental Office, 
Schools and in the Home. 

Mrs. Leah Lapidus, pin chairman, 
announced that the sale of Dental 
Assistants pins has been gratifying. 

Many of our girls have been doing 
a great deal of dental education in 
their offices to patients through pam- 
phlets, books and verbal contact and 
the results have been successful. 


YORK 


On January 17 Dr. David B. Scott 
of the National Institute of Dental 
Research was our guest speaker. His 
topic; The History of Water Fluori- 
dation. We invited the Dental Society 
of York as guests for the evening. 

The York girls wish to extend a 
very Happy and Prosperous New Year 
to all members of PDAA and ADAA. 


the community dentists to influence 
school boards to employ dental hy- 
gienists nor have they offered any 
serious objections when the board 
decides to discontinue a dental 
hygiene program. 

The School Health Act of 1945 
created a mandated School Dental 
Program. The act of 1957 strength- 
ened the program and ear marked 
funds to carry it out. We hope that 
all dentists will realize this fact. 





MONGOLOID PATIENTS UNDER STUDY 


An unknown factor which helps 
prevent dental caries may someday 
be discovered through further re- 
search on the mentally retarded group 
known as mongoloids. 

In a study of 100 mongoloid 
patients, ages | to 30, clinical exami- 
nation showed a remarkably low 
incidence of carious lesions despite 
poor oral hygiene, it was reported by 
Dr. M. Michael Cohen at a three day 
workshop on dentistry for mentally 
retarded children held at the Univer- 
sity of Pennsylvania School of 
Dentistry. 

“The absence of dental caries in 
the mongoloid suggests that there are 
factors at work which help build this 
immunity,” Dr. Cohen told Work- 
shop participants. The speaker is 
assistant professor of oral pediatrics 
at Tufts University School of Dental 
Medicine and is stomotologist of the 
Boston Floating Hospital. 

While the study showed mongoloid 
patients relatively free from caries, 
the incidence of periodontal disease 
were found to be almost universal 
among this group, Dr. Cohen re- 
ported. 

“In the group of 100 mongoloid 
patients, severe periodontal disease 
was found in 96 per cent of the cases.” 


He suggested that the mongoloid; 
brain damage probably accounts fg 
this high rate of periodontal diseay 
In experimental animals, da 
certain parts of the brain produgs 
severe periodontal disease as well » 
other disorders. Many prenatal @ 
vironmental influences have beep 
implicated as factors causing the 
condition of mongolism. 

“The prevalence of periodonul 
disease among mongoloids affords th 
dental investigator an opportunity » 
observe this condition early in lik 
and follow the disease’s progress,” Dr 
Cohen said. “In this way we my 
develop a clearer understanding of 
the relationship between local an 
systematic causes, both in thee 
patients and in normal patients.” 

The workshop on dentistry for the 
mentally retarded is sponsored by the 
University of Pennsylvania School o 
Dentistry and Children’s Hospital 
Philadelphia, in cooperation witht 
Division of Vocational Rehabilitatie 
of the United States Department of 
Health, Education and Welfare. 

This is the second workshop o 
dentistry for the handicapped patient 
under this sponsorship. The first w 
held two years ago with emphasis¢ 
children afflicted with cerebral pals 





Profession Participates in Conference on Aging 


Members of the dental profession 
played key roles in the recent White 
House Conference on Aging in 
Washington. 

Two major sections of the confer- 
ence split over the financing issue. 
One backed social security, while 
another favored the present law 
providing federal grants to states. 


The American Dental Associatic 
reaffirmed its opposition to the i 
clusion of health benefits within # 
OASDI provisions of the Sod 
Security Act. Said Dr. Charles 
Patton, president: “We believe the 
are other methods which will } 
more effective in meeting the hea 
care problems of the aged.” 
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Dentists of Philadelphia and _ its 
environs held three consecutive meet- 
ings on January 11, 18 and 25 in the 
nature of a cancer symposium at the 
Lankenau Hospital. The clinicians 
and lecturers spoke in both after- 
noon and evening sessions to stimu- 
lated audiences whose reactions were 
most favorable. 

The first scientific night of 1961 
was held February 1 when it was our 
pleasure to hear Dr. Maury Massler 
speak to a capacity audience, on Pre- 
servation of the Vital Pulp. As stated 
in previous issues, Philadephia is the 
place to be in 1961. The program 
for the Greater Philadelphia Annual 
Meeting is now being publicized, the 
dates being March 21, when Dr. Max 
Pleasure will speak on Full Lower 
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Dentures. March 22, 23, and 24 will 
see many additional features. On 
March 22, the time will be devoted 
to postgraduate and registered clinics, 
such as Mouth Rehabilitation, Dr. 
Meigs Jones; Periodontics, with Dr. 
Saul Schluger. The registered clinics 
will present Crown and Bridge, Oral 
Surgery, Occlusal and Temporary 
Splinting and Radiography with the 
following men, Drs. John Lucca, 
Joseph Cappuccio, Nathan Shore, 
Marvin Simring, and Mr. Albert 
Richards. On March 23, the speakers 
will be Dr. Laszlo Schwartz, Tempero- 
Mandibular Joint Disorders, and Dr. 
John Lucca on Fixed Partial Pros- 
thesis. So—come one, come all to the 
Greater Philadelphia Annual Meet- 
ing. 

All members of organized dentistry 
and friends are invited to attend a 
formal affair, March 1, held by the 
society, to honor Dr. Charles H. Pat- 
ton, at which time he will be honored 
for his elevation to the presidency 
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of the A. D. A. Information concern- 
img this affair may be obtained from 
the executive secretary of the society. 
The cochairmen of this affair are 
Drs. Thomas P. Fox and Joseph V. 
Masino. 

With the new year under way, the 
programs of our component societies 
have been extremely well attended. 
From all reports the clinicians have 
been giving excellent presentations 
and the dental audiences have shown 
tremendous interest. 

Philadelphia in 1961—The Greater 
Philadelphia Annual Meeting and the 
102nd Meeting of the American Den- 
tal Association. 





President 
C. T. SHAFFER 


Secretary 
WittiaM C. STAVRIDES 











Eucene E. Katz 


Lehigh Valley 


The Annual Dinner Dance very 
fittingly closed out our 1960 activities 
when 118 noses (red and otherwise) 
were counted, all content with Herb 
Beam and the work of his committee. 


Congratulations on arranging and 
conducting one of the finest of our 
annual affairs. 

A meeting of the Lehigh Valley 
Dental Society was held at the Hotel 
Bethlehem, January 18. The clini- 
cian, Dr. Raymond Werther of Phil- 
adelphia, spoke on Pedodontics for 
the General Practitioner. For those 
who have forgotten, our regular 
meetings are held on the Third 
Wednesday of January, April, 
September and November. Our next 
meeting will take place on April 19. 
Time, clinician and topic will be 
announced later. 


Dr. John Shuman, who is associated 
with the Allentown School System in 
charge of vocational and adult educa 
tion, met with our Executive Commit 
tee December 19. Dr. Shuman has 
quite successfully conducted a pro 
gram for the training of practical 
nurses. It appears that the program 
can be readily extended to include 
training of medical and dental assist 
ants. The need for such a program 
is quite obvious. The Executive 
C+mmittee went on record as favor 
ing and endorsing this project with 
the thought that the society would 
be 100% behind the program. i 
would be wonderful for us to have 
a source of trained office personnel. 


President 
Cuartes W. Brown 


Secretary 
J. H. Harrison 





Reporters 
J. S. FALCHEK 
Cc. W. Taytor, Jr. 
MARGARET SOLTIS 
R. L. MONTANTE 


Hazleton 


One of the last official acts of the 
Society was the election of officers 
for the coming year at its December 
meeting. The following were selected 
to serve Hazleton Dental Society in 
their various capacities: 

Phillip Domin 
Charles Wagner 
John Della Croce 


Stephen Motika 
H. E. Peters 


President 
President-Elect 
Vice President 
Secretary 
Treasurer 


Luzerne 


The Annual Christmas Dinner 
Party, sponsored by the Auxiliary, 
was held at King’s Inn, December I. 
Honored guests at this dinner it 
cluded Dr. Joseph P. Krischunis, 
retiring President of the Society, and 
Mrs. Walter Krzywicki, retiring Pres 
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_ : President Nicholas D. Saccone 
newly elected President of the Lu- President-Elect Walter H. Fordham 
zerne County Dental Society. An Ist Vice President Sidney Cohen 

Riel 6 linner was served 2nd Vice President Albert Klein 
exceptionally ane . é Board Members Terry McMahon, 
and later dancing was enjoyed by all Edward O’Donnell, Wayne A. 
who attended, and they were many. Waterman, Joseph K. Driebe 
ae a ee Ae ar “ Secretary John C. Specker 
A regular meeting of the Soc os Treasure? C. Willard Taylor 
of B was held December 19 at Meneguzzo’s 
ith B in Luzerne, this being the annual 
ald organizational meeting for the elec- 
It B tion and installation of officers for President 
ave # 196). After the installation ceremo- Wane &. Kens FAIA Ti 
tl. & nies conducted by Dr. George Hutter, .. 
a buffet luncheon was served. The 
A . Reporters 
following officers have been elected F. W. BUTLER 
ba 2 S. B. Derweicer 
for 1961: RONALD BERNHARDT 
President Daniel Urbanas 
President-Elect William Dykins 
Vice President Walter Krzywicki Berks County 
Secretary Karl Arbogast . : 
Assistant Secretary Ray Terkoski On January 9, the New Year was 
Treasurer Joseph Falchek ofhcially welcomed by the Berks 
Program Chairman Herman Aqua Co ne ar" ss vty 
State Delegates B. Roberts, L. Clark, ag Dental Society. At this time 
L. Sergott the annual election of officers took 
the Alternates K. Arbogast, D. Urbanas, place. The chairmen of the various 
J. Falchek : -. Agee : ‘ 
od committees submitted their reports, 
ber and the Dental Science and Litera- 
cted Siesiee ture Committee rendered its annual 
» ie accounting. For this committee, the 
| On November 28, a very interesting following members presented these 
. | program was presented to the Society, Papers: Comparision of Effective 
om" B when Dr. Morris MacHudes, of New Methods of Fluoridation, Harold H. 


Croce York, spoke on the subject, Partial Fries; Reimplantation of Teeth, Dale 
— Dentures. He emphasized the simple W. Gaul; and Space Maintainers, 
oe” Types of partial dentures, dwelling William LeVan. 

upon the selection of cases and case Dr. Harold Wegman, chairman of 
design. It was a most informative and this committee, introduced the 
a gnjoyable evening for the large num- speakers. In his final appearance as 
iary, bers of members present. President, Dr. James Ruth thanked 
. Ui. Our Annual Christmas Dinner was the members, his officers and commit- 
' Wihheld December 22. The party was tees for their invaluable aid during 
um Bheld at the Town and Country Sup- the past year. He also welcomed the 
and per Club, having been very well new President, and offered him all 
attended and enjoyed by the members of the assistance at his command. 


nner 
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The following officers were elected 
for 1961: 


President 
Ist Vice President 
2nd Vice President 
Secretary 
Treasurer 


Joseph I. Rozum 
James Holzman 
Bruce Haman 
Paul W. Angstadt 
Norton L. Behney 
The Sixty Second Annual Banquet 
of the society was held February | at 
the Wyomissing Club with many 
dental dignitaries as well as other 
professional men in attendance. Ad- 
ditional information on this event 
will be found in the next issue of the 
Journal. 


Clinic Club 


The Clinic Club met at the Wyo- 
missing Club, January 17, Dr. Harry 
Willits presiding. At this meeting, the 
speaker, Dr. James Hall Smith, of 
Philadelphia, spoke on P. R. I. Tech- 
nic in the New Procedure for Denture 
Construction. This meeting, the first 
of 1961, proved a well attended one, 
having nearly 100% of the members 
present. 


Study Club 


The Study Club held its Annual 
Banquet and election of officers at 
the Iris Club, January 18. Following 
the dinner and business session, the 
members enjoyed a bowling contest. 
Dr. Clifford Kent presided at the 
meeting. 


Dental Seminar 


Dr. Joseph Kelner, new President 
of the Seminar, conducted the regular 
meeting of the group, January 18, in 
its new quarters, the Clinic Area. The 
speaker, Mr. Howard E. Lenzner, 
District Manager of tlie J]. F. Jelenko 
Company, presented a paper on Func- 
tional Occlusal Reconstruction. 
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Postgraduate Study Club 


The group held its Annual Dinne 
Meeting, January 10, at Nick’s V; 
Inn. The meeting was featured by 
the absence of after-dinner speaker, 
and as a result a wonderful time wa 
had by everyone. 

May we remind the members that 
we meet on the second We 
of each month at 8 P.M. just in case 
you forget the time. 


President 
Donne. M. McHenry 


Secretary 
J. Racpn PARReETT 


Reporters 
Eart C. Costa 
ROBERT NIEDERERR 
Aristepe S. RED 





Wayne RANCK 
DoNnALD CLINGAN 
Lots HENNEBERGER 


Harrisburg 


The regular monthly meeting ol 
the Harrisburg Dental Society for 
December was held at the Academy 
of Medicine, with our very popular 
and sincere Dr. Tracy Tough presid- 
ing for the last time. As Tracy put 
it, “The year sure went fast.” It was 
a good year, Tracy, and the boys at 
richer for the experience of 
leadership. Dr. Aristede Red escorted 
the new President, Dr. Charles 
Hughes, to the rostrum where he was 
officially installed. Dr. Red considered 
this act a great honor and a good 
omen for the entire society. The 
newly elected officers include: 
President 
President-Elect 
Vice-President 
Secretary- Treasurer 

The acceptance speech by our ne 
President encompassed the subject 
budget for 1961 and the news thal 
a rise in dues might be necessary. Fe 


donti 
ties. 





that one cannot make improvements 
on a so down-to-earth talk. 

The Harrisburg City Council is still 
judiciously weighing the fluoridation 
program. ‘The Society continues to 
debate the public relations problem 
with no end result in sight. Either 
Communications Inc., or the Medical 
Bureau of Harrisburg will take care 
of this problem. 

The program for the meeting this 
month was purely scientific, and we 
are beholden to our own men for 
its wonderful presentation. It con- 
sisted of the following men and their 
subjects: Robert Feller, Fluoridation; 
Robert Everhard, Crown and Bridge; 
Schuyler Enck, A picoectomy; Leonard 
Ackerman, Periodontia; William 
Walker, Establishing Vertical in an 
Edentulous Patient; Daniel Cohen, 
Orthodontics; George Shopp, Endo- 
dontics; and Edward Weaver, Endon- 
fics. 


President 
Haroitp JONES 


Secretary 
Georce MATTHEWS 


Reporters 
Grorce MATTHEWS 
Rospert HIGASHIDA 

Seymour FINKELSTEIN 





The Penn Alto Hotel in Altoona 
will be the headquarters for the An- 
nual Meeting of the Central Pennsyl- 
vania Dental Society, which will be 
held February 27 and 28. Robert 
Harding, M. D., D. D. S., of Harris- 
burg, will be one of the principal 
speakers at this two day meeting. His 
subject will be Cancer. The Profes- 
sions and Politics will be the subject 
of Ray Cobaugh’s talk when he 


appears before a joint meeting with 
the Lions Club. 

For the banquet, the popular Con- 
gressman from Altoona, James Van 
Zandt, will appear as the after-dinner 
speaker. The Executive Council will 
meet at noon on February 27. 


Cambria 


The Cambria County Dental So- 
ciety rounded out a very successful 
year with the Annual Christmas 
Party, December 14, at the Sunnehan- 
na Country Club. Forty-four mem- 
bers and their wives dined and 
danced to the music of Dr. Frank 
and his Combo. They discovered that 
our entertainment chairman, Dr. 
Blough, was our own Mort Sahl. 

At the regular meeting in Novem- 
ber, the following officers for 1961 
were elected: 
President 
President-Elect 
Secretary- Treasure? 
Council (3 years) 


Joseph Mohney 
Seymour Finkelstein 
Edward Shaffer 
Paul Burns and 
Boyd Ellsworth 
Following the election, Dr. Albert 
Cerveris, substituting for Dr. Lewis, 
gave a very interesting talk on Equi- 
libration. May we extend our con- 
gratulations to the retiring President, 
Dr. Shea, Dr. Mohney, our retiring 
Program Chairman, the Entertain- 
ment Chairman, Dr. Blough, and all 
other officers and committees for their 
excellent performances during the 
past year. To the new officers and 
their committees, may we at this time 
offer our sincere congratulations and 
our support for the coming year. 
At the first meeting of the year, Dr. 
Finkelstein, our new Program Chair- 
man, presented Mr. Howard Custer, 
who spoke on, An Outline of the 
Operations of the Internal Revenue 
Service. A very interesting question 
and answer period followed. 








President 
K. L. Davis 


Secretary 
Jack H. Clarke 


Reporters 
G. S. Prius 
HENRY SLOAN 
H. G. Gesert, Jr. 
Rosert H. ENTERLINE 
A KRAUSE 











Venango 


The Venango County Dental So- 
ciety held its December meeting at 
the Franklin Elks Club, the dinner 
having been the finest of the whole 
year. Although the fast pace of the 
Christmas season was under way, the 
meeting was well attended. 

The progress on our Mouth Guard 
Program for 1961 was reported by 
Drs. Bailey, DeShong, Mahon and 
Rosinski. It has been decided that the 
Society will underwrite the cost of 
this program. Also, the groundwork 
has been laid for publishing the 
articles on dental health in the news- 
papers of the Tri-City area. A film 
was shown on The Removal of Root 
Fragments, produced by the Dental 
School at lowa University. 

The Society welcomed to member- 
ship, Drs. Clifford Heistand and 
Charles Diem, both having recently 
returned from « tour of military 
service. We wish both of these men 
success in their new practices. 





President 
E. H. GLOTFELTY 


Secretary 
H. D. Burts, Jr. 


Reporter 
Daviw H. EHRLICH 











The regular monthly meeting of 
the Odontological Society was held 
in the Penn-Sheraton Hotel, January 
18. Mr. John H. Coles, an insurance 
counselor who specializes in estate 


planning, spoke on The Dentist ang 
His Future. 

Dr. W. F. Swanson was moderato, 
for a conference of the Coordinate, 
of Dental Research in Chicago, 
December 9 and 10, at which 4 
American dental schools, three Cana. 
dian dental schools and the National 
Institute of Health were represented, 

Dr. W. H. Archer lectured to th 
dental students of the University of 
Detroit October 25. His topic wa 
Benign and Malignant Tumors. Op 
November 14, he gave two addresses 
before the Dental Society of Wichita 
Kansas: Oral Surgery for the Genenl 
Practitioner, and Oral Tumors. 

Dr. Leonard M. Monheim spoke on 
Anesthetic Emergencies at the Greater 
New York Dental Meeting, December 
5 through 9. He also conducted a 
limited attendance course on Aner 
thesia and Therapeutics. 

Dr. S$. Wah Leung contributed an 
article, Calculus Formation - Salivan 
Factors, to the November 1960 issue 
of “Dental Clinics of North Amer:- 
ca. 

Dr. R. W. Roden presented a table 
clinic on Partial Denture Construe 
tion at a meeting of the North Dental 
Club, November 9. 

Dr. Harvey A. Waldholtz has 
opened an office for the practice o 
prosthetics in the Park Building. 

Dr. Z. S. Zacharia was admitte 
to membership in the American 
ciety of Oral Surgeons at the ann 
meeting held in Phoenix, Arizona,i 
November. 

Dr. I. Franklin Miller present 
talks on Full Mouth Restorative D 
tistry before the dental societies 
Honolulu, and Tokyo and Kye 
Japan, in November. 

Dr. Kenneth R. Krugh is the 
thor of an article entitled Positi 
Waking Hypno-Anesthesia, publishe 
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in the October 1960 issue of the 
“Journal of Clinical Hypnosis of 
Latin America.” 


Allegheny-Kiski Branch 
The Allegheny-Kiski Branch held 
a meeting January 12 at the Skyliner 
in New Kensington. Dr. Charles Mil- 
ler spoke on Simplified Fixed Bridge- 
work. 


Beaver Valley Branch 


This group held a _ meeting 
November 17 at the Broadhead Hotel 
in Beaver Falls. Dr. Charles J. Miller 
of Pittsburgh, spoke on Modern 
Technics for Crown and Bridge Con. 
struction. 


again at the Penn-McKee Hotel Jan- 
uary 19, when Dr. Joseph S. Frost, 
of Pittsburgh, spoke on Immediate 
Dentures. 


South Hills Branch 


The South Hills Branch held a 
meeting January 11 at the South 
Hills Country Club. Drs. John Dovey, 
Peter Sciullo and Howard Tucker 
conducted a panel discussion on 
Children’s Dentistry. On February 8, 
the Branch met again at the South 
Hills Country Club. Dr. Glenn Wors- 
tell, of Pittsburgh, spoke on Jmme- 
diate Dentures. 


Off the District Editor's Chest 


During the past months we have 
been bothered on several occasions 
by an omission of some necessary in- 
formation in the various reports. We 
would like to remind you that you 
please not forget to include in your 
reports the time, date and place of 
your meetings. Our thanks are here- 
with given to all of you who have 
made it possible to publish the news 
from the district hinterlands. 


East End Branch 


The East End Branch held a 
dinner meeting at the Park Schenley 
Restaurant January 12. Dr. A. E. 
Michanowicz spoke on Modern Con- 
cepts of Endodontia. 


lower Monongahela Branch 


The Lower Monongahela Valley 
Branch held a meeting December 8 
at the Penn-McKee Hotel in McKees- 
port. Dr. Rudolph Resnick, of 
Pittsburgh, spoke on Simple and 
Complex Bridges. The Branch met 


Happy New Year 


THE ONLY PORCELAIN BRIDGE- 
WORK THAT HAS “THAT 
PORCELAIN JACKET LOOK” 


Porcelain fused to 10% Iridio-Platinum 

% A new and Improved Porcelain 
Restoration. 

%& New Casting Technique. 

%& New Porcelain with Perfect Color, 
Translucency and Workmanship 
All Shades Matched, Including 
Swissedent, Vivodent & Bioblend 


PORCELAIN STUDIOS 
PHILADELPHIA 2, PA. 


BENTELL 
315 SOUTH 16TH STREET 





CLASSIFIED 


PHILADELPHIA—FOR SALE: Practice and home. 
Dentist entering full time specialty. Outstanding 
opportunity in densely populated area. Write: 
K-2, Pennsylvania Dental Journal, P. O. Box 334, 
Harrisburg, Pa. 


ORTHODONTIST — PERIODONTIST — ENDODON- 
TIST: Opportunity to rent completely equipped 
office space from general practitioner, two days 
or more a week, or evenings, in a busy western 
Pennsylvania community. (Beaver County.) Office 
is an 11 room dental building completely equip- 
ped for all types of dentistry. Write: S-2, Penn- 
sylvania Dental Journal, P. O. Box 334, Harris- 
burg, Pa. 


FOR SALE: Cheap — Dental Office, Equipment, 
Instruments, Supplies & Furniture. Six year old S.S. 
White Chair and Unit. American Cabinet, Ritter 
variable Xray. Can be used at present location 
or moved elsewhere. Excellent for second chair 
office. Write: E. S. Hauber, D.D.S., 25 Erie Avenue, 
St. Marys, Pa. 


ATTENTION STUDY CLUBS! Tape recorder free 
with three-year prepaid subscription to THE 
AUDIO JOURNAL OF DENTISTRY. Literature avail- 
able and EXCERPT DEMONSTRATION TAPE 
LOANED. 5239 Chestnut Street, Philadelphia 39, 
Pennsylvania. 


many men 


PREFER 


a “Pay-as-You- Go” 

plan when it comes to 

making long-term in- 

vestments. It eliminates 

“taking it all out at once,” and the costs are low. Ask 
the Equipment Department of The L. D. Caulk Company 
about the Divided-Payment Plans or Bank Loans. 


THE L. D. CAULK COMPANY 


BALTIMORE. CAMDEN, CHARLESTON, CHICAGO, FRESNO, 
HARRISBURG. HUNTINGTON, JERSEY CITY. JOHNSTOWN, NEWARK, 
OAKLAND. PALO ALTO, PHILADELPHIA, PITTSBURGH, SACRAMENTO. 

SAN FRANCISCO. SILVER SPRING. WHEELING 


We suggest the use of ADA Dental Health Education Material 
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